
OXCART FLTEST 
MO NIGHT ACTION 


ACFT NBR 4 MADE FLIGHT NBR 39 ON IS MAR 63* GROSS WEIGHT 
85,000 LSS WITH CG AT 21*2 PER CENT. PILOTS PARK. PURPOSE OF 
FLIGHT, CHECK AFTER INSPECTION AMD PRELIMINARY NIGHT LIGHTING CHECK* 
TAKE OFF AT 1710 |fOR I HOUR 24 MINUTES. A3 TAKE OFF AMD 

AB CLIMB AT 400 KEAS TO 20,000 FT AMD PICKED UP MACH *90. CLIMBED 
TO 40,000 FT * VARIOUS CHECKS MADE. ACCELERATED TO MACH 1.1. 
AIRSTARTS NORMAL. RETURNED, TO FIELD ANDRADE LOW APPROACHES CHECKING 
COCKPIT LIGHTS AND LANDING LIGHTS. LANDING LIGHTS NEED ADJUSTING. 
RUNWAY LIGHTS REFLECTED OFF CHINES IN FRONT OF COCKPIT* COCKPIT 

lighting varied considerably, pilot recommends acft be checked' on 
runway at night to get lighting squared away* a'df not reliable. 

NORMAL LANDING AND CHUTE* NEXT FLIGHT SCHEDULED FOR 0830 19 MAR 
63* 
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